Winston Lights 


80 

83 

85 

Box 

Box 

Soft Pack 


SMOKE 




Butt Length, mm 

30 

34 

34 

FTC Tar, mg/cigt. 

9.3 

9.1 

10.1 

Nicotine, mg/cigt. 

0.60 

0.62 

0.71 

Puffs/cigt. 

7.3 

7.5 

7.5 

CIGARETTE 




Total RTD, Him of H^O 

151 

141 

121 

Length, mm 

78.9 

82.5 

83.9 

Circumference, mm 

25.0 

24.7 

25.0 

Rod Length, mm 

59.9 

55.6 

57.1 

PAPER 


. 

. 

Components 




Type 

Cit. 

Cit. 

Cit. 

Percent 

0.4 

0.4 

0.6 

Porosity, sec. 

23 

24 

39 

FILTER 




Type 

CA 

CA 

CA 

RTD, mm of H^O 

118 

118 

99 

Length, mm 

19.0 

26.9 

26.8 

Weight, g 

0.14 

0.17 

0.17 

Fiber denier/shape 

2.0/Y 

2.1/Y 

2.8/Y 

Tipping paper length, mm 

27 

31 

31 

Color 

Cork. 

Cork 

Cork 

Ventilation, % 

21 

18 

22 

FILLER 




Total alkaloids, % (dwb) 

1.80 

2.05 

1.90 

Total red. sugars, % (DWB) 

7.3 

7.2 

7.2 

Wt. of tob., g (12.5% O.V.) 

0.654 

0.623 

0.631 

Rod Density, g/cc 

0.220 

0.230 

0.222 

Reconstituted Tob., % 

25 

25 

25 

E.S., % 

None 

None 

None 

Expanded Tob., % 

16 

16 

16 
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